Brief comment text:

As both a Ham Radio operator and someone that someone that uses LoRa devices I am very concerned about the proposed changes to the ISM 900 MHz band.  Meshtastic devices are really spreading across America and this proposed new GPS like use could impact them also.  I hope the FCC will think carefully and hard on this application.

Thanks,   Louis Wise  N4LOUI
